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CONEIDENTIAL STATE 158632 

BONN EOR RCO, ERANKEURT FOR RSS, RTC 

E.O. 1 1652: XGDS-2 

TAGS: AFAC, ASEC 

SUBJECT: TEMPEST/EMSEC SECURITY 

1 . RECENT SECURITY SURVEY IDENTIFIED EXPANSION OP THE 
SIEMENS "CERBERUS" SMOKE SENSOR SYSTEM IS TO INCLUDE 
INSTALLATION IN THE COMMUNICATIONS AREA, ROOMS 422-424. 

2. INSTALLATION OF ANY SYSTEM WITHIN THE COMM CENTER 
REQUIRES COORDINATION WITH THE RCO AND PRIOR APPROVAL OP 
OC/S. 

3. SIEMENS "CERBERUS" IS NOT AN APPROVED SYSTEM AT THIS 
TIME. POSSIBLE APPROVAL TO ITS INSTALLATION IN THE COMM 
CENTER IS DEPENDENT UPON RESEARCH AND EVALUATION. 

CONEIDENTIAL 

CONEIDENTIAL 

PAGE 02 STATE 158632 

4. PRIOR TO APPROVAL, CANNOT PERMIT ITS INSTALLATION IN 
THE COMMCENTER. 

5. REQUEST MANUPACTURERS LITERATURE, INCLUDING SCHEMATICS 
AS WELL AS AREA INSTALLATION ROUTING DRAWINGS AND 

INST AT, PATTON SPECIFICATIONS BE PROVIDED TO RCO AND 
DEPARTMENT. VANCE 
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